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AGENDA 
Agency Energy Committee 


3 October 1979, 1530 Hours 
DDA Conference Room, 7D32 Headquarters 


Power and Environment. Considerations 
- Use of Fans and Heaters 
- Uninterrupted Power System (UPS) 
- Small Boiler, Power Plant 
- Assignment of Engineer 

Employee Awareness 
- Pamphlets 
- Vanpools 
- Parking Policy 

Policy Implications 
- Courier System 
- Use of Government Vehicles 
- Flexitime, Compressed Workweek 

Employee Suggestions ; P&PS 

- Turn off Hot Water Taps, except one 
- Installation of Vacuum Gauge on Government Vehicles 
- Disconnect Air Conditioners on Government Vehicles 
- Discontinue same Shuttle Services and Utilize Public 


Transportation 
Shuttle Service from Pentagon 
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